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ST.  LUKES  METHODIST  CHURCH 

This  beautiful  church  is  located  at  1516  North 
Harvey  in  Oklahoma  City,  Oklahpma.  The  magnificent 
bell  tower  reaches  skyward  185  feet,  and  the 
carillon  houses  42  bells. 
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